I located the attached 1993 Putnam County Department of Health approval for this force main (as signed by J Karell PE, 
Public Health Director) in the Building Department file. 


Based on the attached I have made a foil request with the County to see if they can provide any reports, drawings, plans, 
specifications and application for a low pressure sewer force main at this address. This information should be available 
early next week. 

In addition, there is a Planning Department file from the early 1990's which I have requested from archives. These files 
should be here in house by Wednesday of next week. 

Once we have had a chance to review this additional information is "in-house" we can provide the next step in this 
evaluation. 


Richard J. Franzetti. P.E, BCEE, LEED AP 
Town Engineer 
60 McAlpin Avenue 
Mahopac, New York 10541 
Phone - (845) 628-1500 ext 181 
Fax - (845) 628-7085 
Cell-(914) 843-4704 
rjf@ci.carmel.nv.us 


This communication may be confidential and is intended for the sole use of the addressee(s). No use or reproduction of the information provided is 
permitted without the written consent of the Town of Carmel. If you are not the intended recipient, you should not copy, disclose or take any action 
in reliance on this communication. If you have received this communication in error, please notify the sender by reply e-mail and delete the message 
and any attached documents. 


From: Schmitt, Kenneth 

Sent: Thursday, September 10, 2015 2:22 PM 

To: Franzetti,Richard; John Folchetti ( John.Folchetti@irfa.com ); Vara, Rob 
Cc: qfolchetti@aol.com 

Subject: Terrace Club Restaurant Sewer District 1 connection 
All: 

I just spoke with Mike Barile regarding the recent inquiries made by residents/property owners as to whether the 
Terrace Club Restaurant on Rte. 6N, a Barile owned property was connected via a sewer main that was installed approx.. 
20 + years ago, was in fact tapped into a larger main part of the SD #1 collection system, he emphatically stated that the 
Terrace Club Rest. Property is absolutely connected to SD # 1 collection system. 

He also stated that there are other properties along Rte. 6N between Clarke PI and the Restaurant property that are also 
tapped into the main that he and his partners paid for and installed, when asked which other properties were connected 
he stated that he wasn't sure since it was so long ago. 

Rich, please investigate this further to determine if this information is true , and which properties along this section of 
Rte. 6N are in fact tapped into SD #1 collection system, any properties that are connected and currently are not paying 
capital/O&M to SD # 1 should be. 
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Let's please look into this and take the appropriate action. 


Thanks, 

Kenny 


‘Kenneth ScAmttt, 

Town of Carmel Supervisor 
60 McAlpin Avenue 
Carmel, NY 10541 
phone 845.628-1500 
fax 845.628.6837 


3 



